We Are Proud To 
Have Served The 
Spiritual Growth Of 
This Community 

or 79 Years. 


The first Zion Lutheran Church was 
purchased in 1898 for the sum of 
$350. In 1938, the congregation 
moved to its present site at N.E. 
Garfield. We're proud to be part 
of this great community. 


318 N.E. Garfield 834-4201 


